berglass Replacement Handle System 


Nupla Answers... 


With Patented Innonvation and A State-Of-The-Art 
Replacement Handle System 


Nupla 

For over 50 years, Nupla Corporation has led the industry with innovations in fiberglass and phenolic resin 
technology. From trim tabs for the P51 Mustang Fighter Plane in 1943 to the invention of the manufacturing 
process “pultrusion” in 1952, and on to structural guyrod installation for communications worldwide. This 
dynamic engineering and technology base has developed into today’s leadership in the design and manufac- 
ture of the largest selection of professional grade fiberglass handled striking and digging tools in the world. 
Not surprisingly, Nupla offers the broadest assortment of premium grade fiberglass replacement handles 
available, all manufactured with patented technology and all proudly produced in the USA. As a further state- 
ment of our confidence in product quality and integrity, all Nupla handles carry a full lifetime warranty. 
Nupla... the Company that can handle anything. 


Mech/Loc™ 

The Mech/Loc™ Replacement Handle 
incorporates patented state-of-the-art 
construction resulting in ease of 
assembly and safe, reliable, head to 
handle attachment. These handles are 
identical to those supplied with our 
Industrial grade striking tools known 
throughout the world for their superi- 
or strength and durability. The 
Mech/Loc™ system allows for a two- 
minute assembly, with no epoxy bond 
required. Extensive testing has proven 
the reliability of the Mech/Loc™, and 
its ease of installation assures a fail- 

cats Gkae aileaneE Ifa the MECH/LOC REPLACEMENT HANDLE SYSTEM 
Mech/Loc™ system exceeds U.S. 
Federal Specs on “pull out” require- 
ments by 250%!! 


Why Fiberglass? 

According to a Natick Laboratories 
testing program for the U.S. Military, 
98% of tool failures are due to wood 
handle failure. Broken wood handles 
are the number one cause of 
injuries while using hand tools, and 
the costs associated with these 
injuries are at all time highs. Since 
the quality of wood varies drastical- 
ly from one handle to the next, the 
user is unaware of this potential 
danger. This can have catastrophic 
results! 


Nupla fiberglass handles are manu- 
factured in a patented process from 
the finest raw materials obtainable, 
and laboratory testing confirms that 
quality variances are virtually 
immeasurable. Our rigorous field 
trials assure a user-safe product, 
guaranteed for life! 


Complete Re-Handling Kit 


(= 


Cutaway View Of 
Completed Assembly 


| Ergo-Grip 


Product Characteristics Comparator 
Notes: Scores are 1-10 with 10 being highest score and 1 being lowest score. se 
Points ranked as relative to other product types. Product data compared by inde- ad 
pendent laboratories. & 
(1) Mode of failure - how handle fails. Wood handles tend to fail in a highly unsafe O 
manner, usually producing severe splinters, with head flying off handle Ss 
® 
® 
[s) << 
© 'S o 
£ = 2 
QD oy 5 
* n HD = * 
f 7. >, @ @ ses g 2 5 > 
= mm «= fo SS << we fod S) Qe 
r) ~o € g 9 GS 8S S 
o 5 Ss 6 boweof gs & 2g 
x @& 2 < on = 2 2 DB Oo a im) Oo Dh 
Ss 5S 5 € oO a © OD Ss ¢ © 3 <— Oo = 
TD — = oO 2 ©“ @ Do 7) A — OD 
s & 5 ®2@® o © £€ 6 SF @ © 6 € 
x © . S© SO f& €& “- @ ese ODoeE SE DG 
F°Se ST SFSxe SG sEELER2?e 
Pee ae See cesT eae EES , 
> oO 9S & e@scoé SG = © GHB Fs *s Ls: 
Oas Gono M@SsSS5 55 9 F& 


Nupla 
MECH/LOC 


Fiberglass 


Bonded 
Fiberglass 
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Mech/Loc™ Replacement Handles Product Listing 


Std. Shipping 


Part Ho. Pack wt. 


Prod. No. Description 


59-800 
59-803 


ML132ESG 
ML132ECS 


32” E-Series, for Sledge 6-16 1b., SG grip 2.5 1b. 


32” E-Series, for Sledge 6-16 1lb., CS grip 2.5 1b. 


59-801 
59-807 
62-280 
62-283 
62-284 


ML136ESG 
ML136ECS 
IPML132ESG 
IPML132ECS 
IPML136ESG 


36” E-Series, 
36” E-Series, 
32” E-Series, 
32” E-Series, 


36” E-Series, 


for Sledge 6-16 1b., SG grip 
for Sledge 6-16 1b., CS grip 


for Sledge 6-16 1b., SG grip 
for Sledge 6-16 1b., CS grip 


for Sledge 6-16 1b., SG grip 


2.75 Ib. 
2.75 Ib. 
25.00 1b. 
25.00 Ib. 
27.50 Ib. 


62-287 IPML136ECS 36” E-Series, for Sledge 6-16 1b., CS grip 27.50 Ib. 


ML8513 
ML8513C 


13” Classic, for Claw, Ripping 16-200z., Cush-N-Grip® 


13” Classic, for Claw, Ripping 16-200z., Ergo-Grip® 
ML8514 
ML8514C 
ML8516 
ML8516C 
IPML8513 
IPML8513C 
IPML8514 
IPML8514C 
IPML8516 


IPML8516C 


14” Classic, for Claw, Ripping 16-200z., Cush-N-Grip® 


14” Classic, for Claw, Ripping 16-200z., Ergo-Grip® 
16” Classic, for Claw, Ripping 16-200z., Cush-N-Grip® 
Ergo-Grip® 


Cush-N-Grip® 


16” Classic, for Claw, Ripping 16-200z. 
13” Classic, for Claw, Ripping 16-200z. 
13” Classic, for Claw, Ripping 16-200z., Ergo-Grip® 
14” Classic, for Claw, Ripping 16-200z., Cush-N-Grip® 
Ergo-Grip® 


Cush-N-Grip® 


14” Classic, for Claw, Ripping 16-200z. 
16” Classic, for Claw, Ripping 16-200z. 
16” Classic, for Claw, Ripping 16-200z., Ergo-Grip® 
ML9514C 
ML9514SG 
ML9516C 
ML9516SG 
IPML9514C 
IPML9514SG 
IPML9516C 
IPML9516SG 


14” Classic, for Sledge, Cross Pein, 2-4 1b., Ergo Grip 
14” Classic, for Sledge, Cross Pein, 2-4 1b., SG Grip 
16” Classic, for Sledge, Cross Pein, 2-4 1b., Ergo Grip 
16” Classic, for Sledge, Cross Pein, 2-4 1b., SG Grip 
14” Classic, for Sledge, Cross Pein, 2-4 1b., Ergo Grip 
14” Classic, for Sledge, Cross Pein, 2-4 1b., SG Grip 
16” Classic, for Sledge, Cross Pein, 2-4 1b., Ergo Grip 
16” Classic, for Sledge, Cross Pein, 2-4 1b., SG Grip 


*Other handle lengths available Part No. N1118-6-96 #1001005 


NUPLA CORPORATION, 11912 Sheldon Street, Sun Valley, CA 91352 1-800-872-7661 Fax 1-800-546-8752 


